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Bear Sid: 


BPG-1.322 
Copy glhof 5 


10 June 1958 


Reference is made to your request for a letter approving 
a combined production run for Customers B and PD for Systen 


3's. 


Reference is made to your CMOC Doc. Ho. 151%5.679 dated 
16 August 1957, and our 18623 reply, Gutea 26 August 1957, 


approving this procedure. 
cedure is satisfactory. 
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Approved For Release 2002/06/13 


As indicated therein, this pro- 


Very truly yours, 
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